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I sgtl Uortia. s^oeeifi cations : 

Boi lars .# -Wat#r-t abe boilers with .nfltara.1 circulation} 24 
atsioapheres steWli- orbs sura behind the s..;aerheater} 550-- C* 
superheat, Steajs geiieratlon ( Maximum service coris.impticn ) 
two tons- per hoar* Flue-gas ternperaturtj, 

Available i’uels ’'Cpper Sile^: isn c.ant*:>rfeclte g'|‘oi^ -e^j>ort^ to 

.foland, g!.l2:e4. anthracite and llfShlte brtauettes in the 

proportions l/3 to 2/S for G-DS craft* Tliersal values are 
as follows:- anthracite H, 6&Q0 kilo-calories per kg-*} 
lignite, brlquettos Ef 43{X) ktlo-calories per kg* 


S* ‘sngines* -Double-connected steaM engines. Type 


4 ,' fro-a 


the Elbew©'::'ke»' fiosslauj live stesiu prsssur'a 25 at fospheres 
ste&m. 
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